ECLIPSE SPECTKA.
From photographs taken with a prismatic camera, 2J inches aperture^ 36 inches focus.
FLASH AND CUSP SPECTRA COMPARED.   ULTRA-VIOLET REGION \ 4100 TO \ 3350, ENLARGED FOUR TIMES FROM NEGATIVES Nos. 3 AND 1.